Many a good story has been over verified.* 


So let’s, at Fox, go with 
the hot sucker punch. 


Sorta apologize later, re- 
gretting the inconvenience 


to the sordid lefty 
whose nose got bloodied. 


*Many a good newspaper story has been ruined 
by over verification. - James Gordon Bennett 


